CJA-10S 

Capacity I Itr. 
Cost price £10.50 

Supplier.. Elia 
Usage 5100/55/50 


CJB-10W 

Capacity 1 Itr 
Cost price £9.80 
Supplier... Elia 
Usage..51 00/55/50 


CJA-10W 

Capacity 1 Itr. 
Cost price £9.98 
Supplier... Elia 
Usage... 51 00/55/50 


4982.00143 
Capacity 1 Itr. 
Cost price £POA 
Supplier WUK 
Usage Meridian/Sirocco 
&5500 



4925.00319 
Capacity 1 .5 Itr. 
Cost price £POA 
Supplier WUK 
Usage Meridian 
/Sirocco/5300 


4979.00342 

Capacity 1 Itr 
Cost price £POA 
Supplier WUK 
Usage Mistral/Mariner 


39224600 
Capacity 1 Itr 
Cost price £POA 
Supplier WUK 
Usage 800/1850/288 


Elia international Ltd. Unit 31, Sheraton Business Centre, Wadsworth Road, Perivale, Middlesex. UB6 7JB. 

Tel: 020-8998-2100 
Fax: 020-8997-5596 


